OUR  SAVIOUR  LUTHERAN  CHURCH 
and  PARISH  BUILDING 
Established  1860 
Utica,  New  York 
A  merger  of  the  Church  of  the  Redeemer  and  St. 
Paul's  Lutheran  Church.  Dedicated  April  28,1968. 


1  12560 


POST  CARD 

Address 


